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one thousand seven hundred and seventy nine, as well for the same pur-
poses as for erecting certain new works, and that he has so acted trom
the commencement of the said contracts to the present hour,  that this
deponent did, on or about the month of February one thousand seven
hundred and seventy eight, proceed to the province of Burdwan for the
purposes of surveying and repairing the said pools which he found in a
ruinous condition, and very [verily]  believes, from the appearance they
made, that very small sums had been expended in repairing the same
for the two preceding years, and this deponent hath hereunto annexed
an office copy of a report, dated the first day of February one thousand
seven hundred and seventy eight, by John Kinloch Esqr., Superintendent
of Poolbundy Repairs, which appears of the said copy [M] to have been
made in consequence of an order of the Chief and Council of Burdwan.
And this deponent says that during the time the first year's repairs of the
pools were carrying on as well as after the same had accordingly to the
best of this deponent's judgement and abilities been completely finished
the said pools sustained considerable damage occasioned by various causes,
particularly   by   the   extraordinary   rains   of   the   season   and   by   the
rapid   torrents   from   the   mountains,   both   of   which   last   mentioned
causes were  by  the  ryots and others resident on  the spot represented
to   this   deponent   to   have   been   more   severe   than   during   the   four
preceding  years,   which  representation   this   deponent  believes  to  have
been true.    And this deponent further says that from the observations
he had made on the inundations and from the probable bad consequences
to cultivation, which he judged likely to ensue from the change of the
course of particular parts of the rivers that were then nearly approaching
the pools which were the object of the first contract, he,, this deponent,
did then   and  now  does   believe   that  certain  additional  works   called
dobunds were necessary for the security of the cultivation of the country,
and did therefore on or about the month of December one thousand
seven hundred and seventy eight,  advise the said Archibald Fraser to
apply to the Governor General and Council to contract for the erection
of the said dobunds.    And this deponent did make a calculation, to the
best of this deponent's judgement, of the expences necessary for erecting
the same and did communicate the same to the said Archibald Fraser.
And this deponent further says that the erecting such new works formed
no part of the works to be performed under the first contract as by the
said two contracts will appear.   And this deponent further says that he
did not include, in such calculation, any pecuniary reward for labour
and trouble in superintending the erection of the same either to the said
Archibald Fraser or to him, this deponent, but that the whole of the
money which should be allowed for the same should be expended on the
said new works.    And this deponent further says that greater damages
had been done to the pools by inundations after he, this deponent, had
first repaired  the  same  than the said Archibald Fraser had reason  to
expect, wherefore and because the said Archibald Fraser or his agents
would be at great additional trouble in erecting such new works he, this
deponent, did then and now thinks it was reasonable that the said first
contract should be continued to the said Archibald Fraser for the space
of three years  beyond  the first term of  two years, and did  therefore